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ERRATA. 


APRIL, 1886.—Discussion by E. L. CorTHELL on the South Pass Jetties. 

Page 270, 7th line.—Insert the word “ not ” after the words ‘‘an engincer who has.” The 
sentence will then read: “An engineer who has not pursued his way through these schools 
and obtained his rank, has to remain ten years, often ten or fifteen a ‘ Conductor,’ and then 
to pass an extraordinary examination in order to be titled ‘ Ordinary Engineer.’ ” 

Same page, 28th line.— After the words “ from among the,” insert the word ‘“‘ Conductors ” 
in place of the words “Civil Engineers.” 

Same page.—After the 29th line insert the following paragraph (the final paragraph re- 
maining as printed): 

“It must be confessed that the high rank of the Corps des Ponts et Chaussées must be 
attributed to the system of admission through the best schools and admitting only the best 
pupils. This system isa democratic system, its positions being given not as a privilege to 
rich or noble people, but to the most able young men. Nevertheless, I believe that the doors 
are not enough open to such engineers as succeed in educating themselves in other ways 
with the intention of obtaining governmental positions. In France the tendency to be an 
employé of the government is a general one, I believe it is not so in the United States, and 
it proves that your people have more feeling for independence, and it is better for you.” 


JuNE, 1886 —Discussion by GEorRGE H. PecraM. Page 477. In Table, for the word Mogul, 
read Class M. Page 479. Table for Case 3. Third line, fourth column, for 205 414, read 
295 414. 


JuLy, 1886.—Johnson on the Strength of Columns. Page 522, in equations (6), (7) and (8), 


and page 523, in equations (15), (16) and (17), instead of the letter J, there should be the 
figure 1. 


JuLy, 1886.—Discussion on The Strength of Columns, by James CuaisTie, M. Am. Soc. 
C.E. Table on Page 533. The first line referring to hard steel reads: 


| XH | 42 «| «21.25 | 48300 | 38610 | 93 
This should read as follows: 
Hard steel...... soccceseee | 13X13 X¥F | 42 | 1.25 | 48300 | 38610 | 114 


Mr. Christie states that the error was made original y in makiug the report of the tests 
and not discovered till in print. 
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